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PAGE 01 KUALA 06377 120419Z 
ACTION SY-05 

INFO OCT-01 EA-10 ISO-OO SYE-00 SSO-OO /016W 

054577 120421Z/15 

O 120300Z SEP 77 

FM AMEMBASSY KUALA LUMPUR 
TO SECSTATE WASHDC IMMEDIATE 9177 
INFO AMEMBASSY BANGKOK IMMEDIATE 
AMCONSUL HONG KONG IMMEDIATE 

CONFIDENTIAL KUALA LUMPUR 6377 

DEPT FOR A/SY/OPS/T 

BANGKOK FOR TSO 

HONG KONG FOR OIC/RTC 

E.O.l 1652: GDS 
TAGS: ASEC 

SUBJECT: ACR AIRCONDITIONER 

1 . A/C UNIT IN ACR HAS SHORTED COMPRESSOR. POST DESIRES TO 
SEND UNIT TO LOCAL CARRIER DEALER FOR REPAIRS. 

2. UNIT IS THREE-PHASE 220 VOLTS 50 CYCLES AND AT PRESENT IS 
BEING FED FROM A THREE-PHASE TRANSORMER. POST WOULD LIKE TO 
CONVERT UNIT, FAN, COMPRESSOR AND CONTROL CIRCUIT TO LOCAL 
VOLTAGE, 420 VOLTS. THIS WOULD FACILITATE IN FUTURE REPAIRS AND 
ELEIMINATE THE RISK OF ONE MORE ELECTRICAL COMPONENT TO MALFUNCTION 
(TRANSFORMER). 

3. CB RECOMMENDS PROCEDURE TO RSO AND POST AND BOTH ARE IN FAVOR. 

CB WILL BE ON HAND TO REMOVE UNIT FOR REPAIR AND REINSTALL 

AND HOOK UP. 

4. PLEASE ADVISE BY IMMEDIATE CABLE. 
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